To: Tongate, Butch, NMENV[butch.tongate@state.nm.us]; Kliphuis, Trais, 

NMENV[trais.kliphuis@state.nm.us]; Bruce Yurdin 
(Bruce. Yurdin@state.nm.us)[bruce.yurdin@state.nm. us]; Michelle Hunter 
(Michelle. Hunter@state.nm.us)[Michelle.Hunter@state.nm. us]; Stephanie Stringer 
(Stephanie. Stringer@state.nm.us)[Stephanie.Stringer@state.nm. us] 

From: Garcia, David 

Sent: Sat 8/1 5/2015 3:49:26 PM 

Subject: FW: Gold King Mine Spill Situation Report - August 1 5, 201 5 

Sit rep r6 8-15-15.pdf 


FYI 


David F. Garcia 
Deputy Director 
Water Quality 
Protection Division 

U.S. EPA Region 6 

1445 Ross Avenue (Mail Code: 6WQ-D) 
Dallas, Texas 75202-2733 
Phone: (214) 665-7593 

Follow EPA Region 6 



From: Knabel, Jessica 

Sent: Saturday, August 15, 2015 10:28 AM 

To: Curry, Ron; Coleman, Sam; Edlund, Carl; Gray, David 


4004329 


ED 000552D 00011386-00001 



Cc: Phillips, Pam; Taheri, Diane; Ruiz, Thomas; Garcia, David; Crossland, Ronnie; Webster, 
Susan; Petersen, Chris; Martin, John; Foster, Althea; Moore, Gary; Lloyd, Lisa; Mason, Steve; 
Restivo, Angela; Acevedo, Janie; Ruhl, Christopher; Allen, HarryL; Guria, Peter; Loesel, 
Matthew; Eoc, Epahq; FEMA-R6- Watch; Enders, Jhana; Hayes, Mark; Bernier, Roberto; 
Rinehart, Jon; LaiTy.Rader@mecx.net; james.p.litzinger@uscg.mil; Smith, Monica 
Subject: Gold King Mine Spill Situation Report - August 15, 2015 


Jessica Knabel 
214-665-2295 
Superfund Division, SF-VI 
U.S. EPA Region 6 
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